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SECRET 021800Z 
DIR EROB INFO FRAN CITeQ 
SHIRO CABATON 
REF: DIR 71530 & * 

1. STILL NO WOR’Di AVBACON TRIP JBTRADE. AGENT INSTRUCTED TELL 
SANSEVIERO, UJC LEADER WHO IN CHARGE ARRANGEMENTS , SHE MUST 

KNOW WITHIN NEXT FEW DAYS ONE WAY OR OTHER BECAUSE HER STUDIES 
MONT SUFFERING. 

2. UNOFFICIAL UNCLE IS PEDRO TABACA. NO/ IoR AVALANCHE 

TRACES. 

3. REQUEST FROB REPEAT LETTER DEOP ADDRESS IN EXACT FORM IT 
SHOULD APPEAR ON ENVELOPE. INDICATOR UNDERSTOOD. 

SECRET, 

c/s COMMENT : *ACTlON UNIT DETERMINED AS '.THOUGH INDICATOR NYX1S USED. 

**AL THOUGH SECURITY AVBACON JBTRADE OP NOT 'AS GOOD AS COULD BE WISHED, HQS 

DESIRES TO PROCEED. 
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